Planting the Orchard
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NUMBER OF TEEES TO THE ACEE

DISTANCE APART
	QUINCUNX
	HEXAGONAL
	SQUARK
	TRI A NUT/LAB

35 x 35 feet
	65
	41
	36
	33

30 x 30 feet
	83
	55
	48
	44

25 x 25 feet
	126
	81
	70
	(54

25 x 20 feet
	
	
	87
	79

24 x 24 feet
	137
	86
	76
	

22 x 22 feet
	173
	103
	90
	

20 x 20 feet
	199
	126
	108
	98

18 X 18 feet
	247
	142
	134
	122

20 X 15 feet
	
	
	145
	132

There is a good deal of variation throughout California
in regard to the distances at which citrus trees are planted.
The following are the usual distances which give the best
results: kumquats, 12 X 12 feet; tangerines, 20 X 20
feet; Navel oranges, 22 X 22 feet; and Valencia oranges,
lemons, and pomelos, 24 X 24 feet. Lemons sometimes
bear well and produce a larger tonnage per acre when
planted close in one direction. The old Eureka orchard
at the Limoneira Ranch near Santa Paula, which is planted
26 X 15 feet, is a notable example of this.
Many citrus growers prefer to employ a surveyor to
lay out the orchard and set the stakes which mark the
points where the trees are to stand. While this is a good
plan with large plantings, especially where the ground is
rolling, it is not necessary in the case of five or ten acre
blocks. A satisfactory way to lay out a small tract is by
means of a strong wire as long as the tract is wide. This
1 Adapted from Hume, Bailey, and Wiekson.